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UNCLASSIFIED 

PAGE 01 CARACA 02751 101608Z 

65 

ACTION HEW-06 

INFO OCT-01 ARA-10 ISO-00 OES-05 EB-07 COME-00 CIAE-00 

INR-07 NSAE-00 /036W 

073171 

R 101412ZMAR 76 
FM AMEMBASSY CARACAS 
TO SECSTATE WASHDC 2311 

UNCLAS CARACAS 2751 

E.O. 11652: N/A 

TAGS: OGEN, ETRD, TBIO, VE 

SUBJ: FDA ADVISORY-BLOOD LEAKS IN DISPOSABLE HEAT 
EXCHANGERS (RECALL NO. T-052/053-6) 

REE: STATE 045263 

1. EMBASSY HAS CONFIRMED THAT GENERAL MANAGER OF LABORATORIOS 
BAXTER RECEIVED SUBJECT RECALL NOTICE. 

2. HIS EIRM HAS NOT SOLD ANY OF THE DEVICES SUBJECT TO THIS 
RECALL. 

3. GENERAL MANAGER ADVISES THAT HIS EIRM IS PREPARED AND 
EQUIPPED TO MODIFY SUBJECT HEAT EXCHANGERS TO QUALIFY THEM FOR 
USE, WHETHER THROUGH HIS EIRM OR BROUGHT IN BY PHYSICIANS 
RETURNING FROM THE US. 

SHLAUDEMAN 


UNCLASSIFIED 
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Capture Date: 01 JAN 1994 
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Current Classification: UNCLASSIFIED 

Concepts: MEDICAL EQUIPMENT, RECALLS 
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Copy: SINGLE 

Draft Date: 10 MAR 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976CARACA02751 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760091-0478 
From: CARACAS 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linki 976/newtext/t1 9760377/aaaacppo.tel 

Line Count: 44 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION HEW 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
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Review Event: 
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Review History: RELEASED <31 AUG 2004 by meiwo; APPROVED <08 DEC 2004 by ShawDG> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
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